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DAC11 

DIGITAL TO ANALOG 
CONVERTER 

LSI-ir” COMPATIBLE 


FEATURES 





FUNCTIONAL SUPERSET OF DEC'“ 
AAV11-A 

UP TO 4 D/A CHANNELS 
12 BIT RESOLUTION 
USES STANDARD VOLTAGES 
( + 5, +12) 

16 DIGITAL CONTROL OUTPUTS 
4 ADJUSTABLE PULSE OUTPUTS 
FAST SETTLING: ^3 MICROSECONDS 
REMOTE COMMON MODE SENSING 
ON EACH CHANNEL 
PLUGS INTO LSM1 BACKPLANE 
(DUAL WIDTH, ^,^1^ 
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DESCRIPTION 
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‘ ‘■"'fl"’' “"'patibl. c»d. included on me card la a 

i2.5V,v^^^ 10V 0 to +5V and 0 to 4.in\/ ahhj*? channel has user selectable output voltage ranges of 

Setting ttme to-O.oLo of full sckle is s 3^8 for a 10 voItTtep'^chan^^'^'’'*'"®^ ^''^i'able on the card. 

computer a?d loa'dlo^S SeV^assu^rSi^l^bi/Suracral theel!dtf Sg cables. 

bTs^o??ac?ofre' .orrkVa^:g?e^?o;r^^^^^^^^^ 

for pulse control applications For complete AAV11 A comnatihiiit th tnggered from a variety of sources, are included 

are also output. Each D/A con.erter I, controlled W the leLt signdicam ?2 onntTdMrrlSleM" 


FUNCTIONAL BLOCK DIAGRAM 



ANALOG OUTPUT 


► 4 TTL LEVEL OUTPUTS 


► 1 TTL PULSE OUTPUT 
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DAC11 


digital to analog converter 




SPECIFICATIONS 

compallbliny: Funetio»l aopersat 0( Ih. DEC AAVt1-*. ExIfA fppctions use unssslanea bits In the CSn and unused pins pn ^ 
the I/O connector. 

Power Requirements: • .7A at -f 5VDC (TYP) 

• .35A at +12700 (TYP) 


LSI-11 Bus Interface: 4 Registers (Read/Write): 

• Channel 0 data 

• Channel 1 data 

• Channel 2 data 

• Channel 3 data 


Data register bit assignments: 


15 1 14 , 13 1 12 1 11 

Il0i9|8i7|6|5|4i3|2i1[ 0 | 

TTL Outputs 1 

DAC Control 


CB11-C CONNECTOR BOX 



An optional termination box. the CB11-C. provides BNC connectors or 
the four analog outputs, the 16 digital control outputs and the four pulse 
outputs. The connector box is 3.5" H and may be rack mounted or free- 
stand. The CB11-C plugs Into the I/O connector on the DAC11 with an 
optional cable. 



TO ORDER 


DAC11: Digital to analog converter, 4 channels 

DACII-A; DAC11, 1 channel only 
DAC11-B: DAC11, 2 Channels only 
DAC11-C: DAC11. 3 channels only 
CB11-C; Connector box 
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9000 ETON AVENUE. 
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•rademarks of the Digital Equipment Corp. 








